The ACME JACK 


(BALL - BEARINC) 
Is as far ahead of the slow, old, unreliable, 
always out-of-order Jack as electricity is 
ahead of gas. It will lift a 100,000 pound 
car, change brasses and release totrack in 44 
the time, and 44 the labor and twice the 
safety of any other jack. 


ACME JACK FoR ALL PURPOSES 
RAPID AND RELIABLE 


Send for new ‘Book on Jack Science”’ FREE 


ACME BALL BEARING CO. 


CHAPPAQUA, N. Y. 
OR 108-110 DUANE STREET, NEW YORK CITY. 


AGENTS : Simmons Hdw. Co., Ine., St. Louis, Mo.; Belknap Hdw. & 
Mfx. Co., Louisville, Ky.; Yonnegut Hdw, Co., Indianapolis, Ind. 3 
English Iron Works Co., Kansas City, Mo.; Frothingham & Work- 
man, Ine., Montreal, Can., Chas. A. Sirelinger Co., Detroit, Mieh.; H. 
Channon Co., Chicago, Ill.; W. M. Pattison Supply Co., Cleveland, 0. 


